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CENTRAL INTELLIGENCE AGENCY - oy 4 eae. § 
. WASHINGTON,D.C. 20505 


Review Staff: 76-0325 
15 March 1976 - ©... 


Mr. William G. ‘Miller ee 4 ee 
Staff Director ; nae 
Select Committee To Study Governmental 

. Operations With Respect: To Intelligence | 7 

Activities 22 2 

_ Room G-308 

Dirksen Senate Office Building 
Washington, D. C. 20510 = 


Dear Mr. Miller: 9° 


—_ In response to your letter to Mr. Gabiie exer” 

dated 18 February 1976 forwarding a revised draft on 
' the 1970 Cambodia estimates case, please be advised that - _ 
Mr. Carver has reviewed the revised draft and concludes © © ° 
_ that there is no objection, on security grounds only, 

to the inclusion of the hed as nevuset ys in a Eee P Ore. 

for public release. . Bice clings a Bs 


Our lack of objections to a | public Helease does not 
constitute official Agency approval of or GEreement, with 
the contents or findings ee the report. — Sak 


: Sincerely, 


. Walter Elder 
. Review Staff 
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